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TO TEST BRANDS FOR TEXAS COMPLIANCE 


Test Catecrories/Tests _ 

Smoke 

FTC Butt Length, mm 
TX pH in Whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 

Tobacco Weight, g 
Total Alkaloids, mg/g 
OV After Grinding 


Test Catecrories/Tests _ 

Smoke 

FTC Butt Length, mm 
TX pH in Whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 

Tobacco Weight, g 
Total Alkaloids, mg/g 
OV After Grinding 


Test Categories/Tests _ 

Smoke 

FTC Butt Length, mm 
TX pH in Whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 

Tobacco Weight, g 
Total Alkaloids, mg/g 
OV After Grinding 


Test Categories/Tests _ 

Smoke 

FTC Butt Length, mm 
TX pH in Whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 


BI8 


Tarqet 

Averaqe 

StdDev 

N 


39.0 

5.0 

0.01 

2 


36.0 

0.21 

20 


0 

0.8 

98 


0.776 

0.0042 

2 


17.28 

0.064 

2 


10.4 

0.02 

2 

BI6 




Tarqet 

Averaqe 

StdDev 

N 


28.0 

5.1 

0.01 

2 


25.0 

0.00 

20 


0 

0.2 

100 


0.706 

0.0021 

2 


17.32 

0.120 

2 


10.2 

0.07 

2 

BIL6 




Target 

Average 

StdDev 

N 


35.0 

5.1 

0.04 

2 


31.9 

0.31 

20 


71 

1.5 

100 


0.499 

0.0021 

2 


22.61 

0.120 

2 


9.1 

0.08 

2 

BRL8M 




Tarqet 

Averaqe 

StdDev 

N 


39.0 

5.0 

0.03 

2 


36.0 

0.00 

20 


23 

2.7 

100 


BI5 


Target 

Averaqe 

StdDev 

N 


23.0 

5.2 

0.02 

2 


0.980 

0.0010 

2 


18.39 

0.028 

2 


11.2 

0.01 

2 

BIL8 




Tarqet 

Averaqe 

StdDev 

N 


39.0 

5.1 

0.01 

2 


36.0 

0.23 

20 


61 

2.0 

99 


0.624 

0.0014 

2 


23.11 

0.021 

2 


9.7 

0.00 

2 

BRL8 




Target 

Average 

StdDev 

N 


39.0 

5.0 

0.05 

2 


36.1 

0.13 

20 


19 

2.6 

100 


0.764 

0.0050 

2 


17.26 

0.028 

2 


10.0 

0.01 

2 

BRL6 




Tarqet 

Average 

StdDev 

N 


34.0 

5.0 

0.06 

2 


31.2 

0.35 

20 


9 

1.5 

99 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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TO TEST BRANDS FOR TEXAS COMPLIANCE 


Tobacco Weight, g 


0.778 

0.0021 

2 


0.640 

0.0014 

2 

Total Alkaloids, mg/g 


17.66 

0.064 

2 


17.57 

0.148 

2 

OV After Grinding 

BRL6M 

10.4 

0.01 

2 

BRU8 

9.9 

0.04 

2 

Test Cateaories/Tests 

Target 

Averaqe 

StdDcv 

N 

Target 

Average 

StdDev 

mm 

Smoke 









PTC Butt Length, mm 


34.0 




39.0 



TX pH in Whole Smoke 

Filter 


5.0 

0.05 

2 


5.0 

0.01 

2 

Tipping Paper Length, mm 


31.1 

0.23 

20 


36.0 

0.20 

20 

Ventilation 

Filler 


13 

2.5 

100 


46 

2.2 

98 

Tobacco Weight, g 


0.648 

0.0014 

2 


0.758 

0.0064 

2 

Total Alkaloids, mg/g 


17.85 

0.014 

2 


17.36 

0.049 

2 

OV After Grinding 


9.9 

0.01 

2 


10.0 

0.02 

2 


Notations s 




BX8 

- 

BRISTOL 

FULL FLAVOR 100 REG SP 

BIS 

" 

BRISTOL 

KS REG (NON-FILTER) SP 

BI6 


BRISTOL 

FULL FLAVOR KS REG SP 

BIL8 


BRISTOL 

LOWEST 100 REG SP 

BIL6 

- 

BRISTOL 

LOWEST KS REG SP 

BRL8 

- 

BRISTOL 

LIGHTS 100 REG SP 

BRL8M 

- 

BRISTOL 

LIGHTS 100 MENTHOL SP 

BRL6 

“ 

BRISTOL 

LIGHTS KS REG SP 

BRL6M 

- 

BRISTOL 

LIGHTS KS MENTHOL SP 

BRU8 


BRISTOL 

ULTRA LIGHTS 100 REG SP 


cc: 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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